Laboratory disposables CS2000 cup PS Specimen cup 


Location: China Business Type: Manufacturer, Exporter 
Brands: Hongding origin: zhejiang 
Color: Natural Terms of payment: | L/C, T/T 
Terms of delivery: Shipping Minimum order | 10 CTNS 
quantity: 
Delivery time: 7-15 days Packing: 70*38*22.5 


Ningbo Hongding Medical Equipment Technology Co., Ltd. is located in Yuyao city, Zhejiang 
Province, the hometown of mold and the kingdom of plastic. We are China custom Laboratory 
disposables CS2000 cup PS Specimen cup suppliers and OEM/ODM Laboratory disposables 
CS2000 cup PS Specimen cup company. As a modern enterprise, we are committed to research 
and development, focusing on the production and sales of special plastic consumables for 


medical experiments. 


The company covers an area of about 9000 square meters, we have 100000 class purification 
workshops, a sterile testing center, printing workshop, mold workshop, research and 
development center and other departments. The products we manufacture and sell, are mainly 
used in hospitals, universities, scientific research units, laboratories and other medical and R& D 
institutions, laboratory and other medical biochemical units. We already have colorimetric 
cups/sample cups, test tubes, centrifugal tubes, refrigerated tubes, pipette tips/pipet, 
pathological cups, medical bottles, Petri dishes, gold standard test cards and so on. Including 10 


series of more than 500 varieties of products. In addition to providing high-quality Laboratory 
disposables CS2000 cup PS Specimen cup products, our company can also customize and 
independently develop various new products according to the customer’ s needs. We have 
established long-term cooperative relations with many well-known enterprises, highly recognized 
and praised by our customers. 


Advanced production equipment, high-quality product quality, and perfect after-sales service 
provide solid quality assurance for our Laboratory disposables CS2000 cup PS Specimen cup 
products. We will, as always, adhere to the purpose of "Aim for greatness, develop on honesty", 
we hope to cooperate with you for a long time, and create a better future together! 


https://www.hongding-medical.com/product/cuvette-sample-cup/laboratory-disposables-cs2000 
-cup-ps-specimen-cup.html 


